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BEIRUT FOR RTC 

E.O. 11652: N/A 
TAGS: AFSP ASEC 

SUB J : ALARM SYSTEM FOR COM RESIDENCE 

REF: (A) BEIRUT 9457; (B) TECHNICAL SERVICES REPORT 
DATED IANUARY 13, 1975 

MICROWAVE PERIMETER ALARM SYSTEM RECOMMENDED BY REFERENCE 
B IS BEING INSTALLED BY TSO, WHO AS STATED IN REFERENCE 
A, IS NOW IN KABUL. IN ADDITION TO EQUIPMENT WHICH 
TSO IS PROVIDING, HE IS REQUIRING LOCAL PURCHASE OF 
WIRE, POSTS AND SUPPORTS WHICH AMOUNT TO TWO HUNDRED 
FIFTY DOLLARS. PLEASE PROVIDE SPECIAL M&R FUNDS. 

CURRAN 
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